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NAME SAJA KHALED MOHAMMAD AL-HAWARY 


SAMPLE ID 41596 


PATIENT ID P716424 
CLIENT Omar 
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DATE OF BIRTH 14/06/1990 
GENDER Female 

RECEIVED DATE 26/08/2021 11:28 
PUBLISH DATE 26/08/2021 14:55 


Molecular Genetics Department 


< 
TEST NAME: COVID-19 - Real Time PCR 7 
RECEIVED SPECIMEN: Nasopharyngeal swab 7 
METHODOLOGY: The SARS- CoV-2 Virus Real time PCR panel is a molecular in vitro diagnostic A 


test intended for the presumptive qualitative detection of nucleic acid from the 2019-nCOV in upper 
and lower respiratory specimens. 

Genetic material of COVID-19 is isolated. A specific fragment for the virus genes are amplified with 
specific primers and detected with a labeled hydrolysis probe to give signal. 

Reference: Centers for Disease Control and Prevention Division of Viral Diseases(2020). 
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RESULT: Negative, Target Not Detected 


LIMITATION : False Negative result may occur if specimen improper collected, or inhibitors, or 
insufficient numbers of organisms are present in the specimen. 


RECOMMENDATION : 
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